WORCESTER  SCHWENKFELDER  CHURCH 

Built  in  1882,  it  replaced  the  meeting  house 
which  had  been  built  in  1836.  Religious  ser- 
vices were  lost  held  at  this  place  in  June 
1951  when  the  Worcester  and  Towamencin 
Schwenkfelder  Churches  closed  and  the  Central 
Schwenkfelder  Church  was  dedicated. 
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